 Volume in drive A has no label.
 Volume Serial Number is 18F8-1710

 Directory of A:\

10/05/1994  02:45           256,381 PRINCLZH.EXE
10/05/1994  02:47            93,736 PHBARLZH.EXE
10/05/1994  02:56            42,529 KEYBLZH.EXE
10/05/1994  03:14           269,484 MICROLZH.EXE
10/05/1994  03:28            41,820 WAVLZH.EXE
02/02/1993  08:25                22 HJELP.BAT
08/19/1993  05:58                 8 IAC.BAT
10/05/1994  04:01             1,493 INN.BAT
12/02/1992  09:50                30 START.BAT
09/13/1985  10:04             4,087 LIST.COM
02/19/1993  18:20             1,016 HJELP.TXT
10/05/1994  03:56             1,463 INST.TXT
10/04/1994  07:37               966 MENY.TXT
10/05/1994  03:29             2,427 G494LZH.EXE
08/26/1994  15:18             3,404 GI494LZH.EXE
10/05/1994  03:38             2,843 GV494LZH.EXE
              16 File(s)        721,709 bytes

     Total Files Listed:
              16 File(s)        721,709 bytes
               0 Dir(s)               0 bytes free
